DEAN’S MOTOR LODGE 

1821 SO. MAIN STREET 
SALT LAKE CITY, UTAH - 

Quiet, being one block off Highways 30, 40, 
50, 89, 91. Two miles direct to Mormon Temple; 
11/2 miles to business center. Newest, ultra 
modern, fire proof construction. Air conditioned 
and individual thermostatic heat control. Full 
carpeted rooms or suites with private tiled 
bath or shower, with or without fully equip¬ 
ped porcelain kitchens. Electric ranges and 
refrigerators. Private adjoining garages. 
Ultra comfort and convenience for discriminat¬ 
ing sojourners. 

D. R. Daynes, Managing Owner 
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